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SUBJECT: ACR INSTALLATION ISTANBUL 
BEIRUT FOR RTC, ANKARA FOR RSO 
REF: BEIRUT 2195 

1. RTC SHOULD PLAN ON KELLER ROOM. 

2. THE FIRST SIX PROTOTYPE SCHJELDAHL ROOMS ARE 9' X 15' 

IN SIZE AND NOT EASILY MODIFIED TO LESSER WIDTHS. 

3. FUTURE PRODUCTION TYPE SCHJELDAHL ROOMS WILL HAVE THE 
FLEXIBILITY OF ONE FOOT INCREMENTAL CHANGES BUT THE 
PROTOTYPES DO NOT POSSESS THIS FLEXIBILITY. 

4. AIR CONDITIONER IS 220 VOLT 50-60 CYCLE SINGLE PHASE. 
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